This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. additional Information. 


UMTEO STATES OEPAR1VENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOtlERNO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 87-R-0020 1831 


Interagency Report Control No 
OISO-OOArAN 


FORM APPROVED 
OMB NO. 05794)036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACIUTY (Name am/ ArMess, as regtsteredwHfi USOA, 
IncMaZIpCoae) 

UTAH ARTIFICIAL HEART INST. 

803 NORTH 300 WEST 

SALT LAKE CITY, UT 84103-1414 


3. REPORTING FACILITY (List all locations where animals were housed or used in actuM r e sea rch , testing, leaching, or aKpertmentatlon, or held for Itiese purposes. Attach additional 
shaela If necessary.) ■ * ■' - 


FACILITV LOCATTONSIStea, 


{b){2)High, (b)(7)(F) 


1 REPORT OF AMMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addtbonal ahaata f neceaaery or use APHIS FORU 7023A ) 

A. 

Animals Cov««d 

By The Animal 

Welfare Regulations 

B. Numbarof 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, tasting, 
axpenmants, 
research, or 
surgery but not 
yst used for such 
purposes. 

C. Numbarof 
animalaupon 
which teaching, 
research, 
experimanis, or 
testa were 
conducted 
involving no 
pain, distress, or 
usaoTpain- 
rallaviiig drugs. 

0. Number of animals upon 
vdilch sKperimsnts, 
teaching, research, 
surgery, or tests ware 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropdats 
anasthallc, analgesic, or 
tranquilizing drugs ware 
used. 

E. Number of animals upon which teaching, 
axpedmants, resaarch, surgery or tests wars 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthstic,analgaelc, or tranquilizing dru^ vrauld 
have adversely affected ths procedures, results, or 
interpretstion of the teaching, research, 
experimanis, surgary, or tests. (An explanation of 
the pmcadiraa producing pain or dialreaa In these 
animala and Ihe raaaona such drugs were not used 
must be attached to this repon) 

F. 

TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D-pE) 




ASSURANCE STATSIEHTS 


1) ProfbailonaHy accaplabla standards governing the care, trealmenL and use of animals, including apprcpriata use of anasIheUc, analgesic, and Iranquilizing drugs, prior to, during, 
and failemring actual r es e a rc h , teaching, lasting, surgery, or aspartmantalion were fdilowed by this research facility. 

2) Each principal investigator has considarad Ntemativee to painful procedures. 

3) This facility is adhadng to the standards and regulattona under the AcL and n has required that excaptions to the standards and regulations be spadfisd and axplainad by the 
pnndpal Investigator and approved by the InstHutlonal Animal Cara and Use Commltlsa (lACUC). A eummairy of aR the axeaptlona is attaehad to thia annual report In 
addition to idanttlying the IMUC-apprmed axceptions, this summary Indudas a brief explanation of the axcapHons, as wall as ths spadss and number of animals aflactad. 

4) The attending vatarlnartan for this research facility has appropdata authority to ensure the provision of adequate vaterinary cars and to oversee the adequacy of other 
aspects of snimal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(ChlGf ExGcutivG OfficGr or Lagally Rasponslbl* Instltutionai official) 

Icertifythattheabovelstrue, correct arid complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL fType or PhfnQ DATE SIGNED 

(b)(6), (b)(7)(c) (b)(6), (b)(7)(c) 10/10/2006 


APHIS FORM 7023 
(AUG 91) 


.i 1 « w. 


(Replaces VS FORM 16-23 (Oct 88), which Is obsolets 



PART 1 - HEADQUARTERS 





























